








Penthouse presents the first scientific evidence that Lee Harvey Oswald, 
the alleged assassin of President Kennedy, was telling the truth when he 
said, “I didn’t shoot anybody!’ In the April issue on newsstands now. 
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PENTHOUSE 

More than just a pretty face. 
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